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XVII. JLxtraSl of a Meteorological fournal for the Tear 
1774, kept at Briftol, by Samuel Farr, M. JD. 


Redde, March 23, i775* 




Barometer. 




Months 

Higheft 

Lovveft. 

Mean. 

V iciffitucle. 

Rain. 

January 

30 >i 

28,8 

29.S 

I 

1-2 

4,951 

F-ebruary 

30>4 

29,2 

29.7 

0 

9-1 

5,549 

March 

30,2 

29,1 

29,7 

0 

9-4 

5,297 

April 

30>i 

29>3 

29,7 

0 

1 

00 

2,349 

May 

30»i 

29.3 

29 j 9 

0 

7-4 

2,955. 

June 

30.2 

29>4 

29>7 

0 

6-3 

2,602 

July 

30j2 

29^7 

29,8 

0 

4-1 

2,972 

Augud 

3O52 

29>4 

29,8 

0 

5-2 

2,999 

September 

30>i 

29,0 

29,6 

0 

7-2 

7,035 

O^ober 

3°,5 

29^3 

30,0 

0 

■8-2 

1,927 

November 

30>2 

29,2 

29,7 

0 

6-1 

1,683 

December 

30>6 

29,0 

29^71 

0 

7-2 

2,047 

42,366 


The barometer was placed feventeen yards above the 
level of the river Avon, which runs very near to my 
houfe. By viciflitude is meant the greateft rife or fall 
of the quickfilver in the fmalleft number of days. 

S. FARR. 


Dr. 
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Dr. FARR had alfo given the mean heights of the thermometer within doors 
for every month in the year. But thefe are omitted, becaufe obfervations of 
the thermometer in the houfe are of no importance, unlefs accompanied with 
correfponding ones of an inftrument kqpt in the fhade in the open air. The air 
of a room, though kept without a fire, and fo fituated as never to fee the Sun, 
alters its degree of heat or cold fo much more llowly than the external air, that 
no judgement can be formed of the temperature of the one from that of the 
other : except after a continuance of weather of the fame kind for a long time 
together, their mutual relation is vague and undetermined. Dr. farr likewife 
fent a particular account of the winds and changes of the weather for every day 
of the year; from which I have compofed the two following tables. 

S. HORSLEY. 


An abridged table of the winds 
for the Year 1774. 

for BRISTOL, 


N 

S 

E 

W 

NW 

SE 

NE 

sw 


a 

Number of 
Frofty Days. 

January 

3 l 

1 

6 

3 

H 

2 

7 

7 i 

31 

§ 

. 

10 

February 

i 

li 

1 

I 

3 i 

3 

si 

Hi 

27 


7 

March 

i 


4 f 

i 

3 i 

si 

11 

4 

31 


7 

April 

i 

2 

i 

0 

8 

4 i 

5 

8 | 

29 

o' « 

Q « 


May 

i 


a 

0 

2 

2 

Hi 

81 

31 

.2 ^ 


June 

I 


2 

i 

4 

I 

2 | 

i 6 | 

30 



July 

1 

I 

0 

2 

H 

2 

0 

171 

30 


Auguft 

0 

i 

H 

0 

I 

4 

6| 

i 7 i 

31 

I! 


September 

i 

i 

0 

i 

4 

10 

71 

7 

30 

h (u 


Oftober 

0 

1 

2 

i 

3 i 

6 

Si 

ia| 

3 * 

pCS 

Frofi: at times. 

November 

1 

i 

0 

0 

4 

5 

13I 

6 

30 

4.* 

d 

Frofty nights. 

December 

0 

0 

3 

0 

f 

8 

* 3 l 

6 

31 


18 


9 

13 

22 

8 

42 

S 3 

92 

123 


CO 

42 


Thunder, 
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Thunder, February i6, 23, 24. S.W, 

March 8.20. £• 28. £• and W. 30. £. and N.E* 

April 27. with hail ftorm, S.W. and N.W, 

May I. 4* N.E. 9. 10. E. 24. S.W, and S.E, 

June 25. S.W. and S. 

July 10. S.W. 26. N. and N.W. 

S^ember 4. S.E. and N.E. 6. N.W. 12. S.W. and S.E, 


TABLE 




When a number appears in this table without any chara£ler over it, it is to 
be underftood, that the weather was quite unfettled from that day to the next 
bearing a mark; and when two or more marks are found over the fame number, 
all the different kinds of weather, denoted by the feveral marks, took place on 
that day* The fame is to be underftood in the tables, p, 177. and p, 193. 
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This table diftinguiflies the changes of weather which 
fell on the days of true fyzygie, true quadrature, and true 
odlagonal afpedl. Setting afide the very changeable 
months of September and November, there were 39 
changes in the remaining i o, fourteen of which hap¬ 
pened upon the days fpecified; which is almoft 4 more 
than belong to them on the even chance. Of thefe 14 
changes, only four fell upon the day of a new moon, 
and none at all upon the day of the full. 


XVni. Ex‘ 



